327

TABLE 7-2.  Survival Rate of Rats and Mice Given Styrene Mixed in
Corn Oil 5 Days/Week for 7 Weeksa

Rats

Mice

Dose, mg/kg
	Males
	Females
	Dose, mg/kg
	Males
	Females

3,160
	3/5
	4/5
	681
	1/5
	1/5

2,150
	5/5
	4/5
	464
	4/5
	5/5

1,470
	5/5
	4/5
	316
	5/5
	4/5

1,000
	4/5
	5/5
	215
	4/5
	5/5

681
	5/5
	5/5
	147
	5/5
	5/5

0
	5/5
	5/5
	0
	5/5
	5/5

Data from U.S. Department of Health, Education, and Welfare, 1979.